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ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 EB-07 COME-OO /031 W 

095306 

R291545Z APR 75 
FM AMCONSUL MUNICH 
TO SECSTATE WASHDC 5750 
INFO AMEMBASSY BONN 

UNCLAS MUNICH 0804 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, GW 

SUBJECT: FDA ADVISORY-DEFECTIVE SURGICAL INSTRUMENT 

REF: STATE 094429 

DEFECTIVE POLYP RETRIEVERS DISCUSSED WITH MR. DAVIS, EUROPEAN 
SALES MANAGER OF AMERICAN CYSTOSCOPE MAKERS, WHO WAS VISITING 
WAPPLER INTERNATIONAL (WHOLLY-OWNED SUBSIDIARY OF AMERICAN 
CYSTOSCOPE MAKERS). ACCORDING TO WAPPLER'S RECORDS, THE SHIPMENT 
IN QUESTION WAS RECEIVED IN EARLY 1974, AND ALL THE 
INSTRUMENTS WERE REPAIRED PRIOR TO SALE SINCE THE POSSIBLE 
DEFECT WAS KNOWN BEFORE THEY WERE RECEIVED. NONE OF THE 
INSTRUMENTS WAS SOLD PRIOR TO BEING REPAIRED. SPIVACK 
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